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For  general  administrative  purposes,  readings  given  by  the  Byran  haze  meter 
should  be  slightl3’'  corrected  before  being  regarded  as  the  safe  visibilit^r  distances 
of  small  smokes.  The  relation  between  the  visual  range  of  a small  smoke  (approxi- 
mately equivalent  to  a 12x18  foot  fire  in  hardwood  leaves)  and  the  corresponding 
haze  meter  readings  is  given  in  the  above  table.  Haze  meter  readings  from  1 to  15 
miles  are  given  in  colimm  A and  the  corresponding  safe  visibility  distances  of  a 
small  smoke  in  column  B.  It  will  be  noticed  that  for  meter  readings  from  8 to  13 
miles,  the  correction  factor  is  small  and  in  regions  xvhere  the  visibilitjp  distance 
is  usually  between  these  limits,  the  correction  factor  ma;^  be  ignored.  However, 
where  meter  readings  are  often  less  than  8 miles  or  more  than  13  miles,  or  where 
the  maximum  efficiency  of  the  meter  is  desired,  the  corrected  values  should  be  used, 

George  M.  Byram, 


N 


if' 


